Zhejiang Jinghuan Medical Apparatus Co., Ltd. 

Zhejiang Jinghuan is an international trade enterprise 
combined with factory, specializing in Disposable hyperdomic 
needle the manufacturing of Disposable syringe,Disposable 
infusion set, Disposable hypodermic needle, Disposable scalp 
vein needle, Disposable vagina speculum. Our annual production 
capacity is over 60 million for infusion set and order 200 
million for syringes. Production conditions of our company are 
in line with the requirements of medical device production 
quality management regulations. Our factory covers an area of 
9, 200 square meters, and the existing plant is 14, 000 square 
meters, of which 100, 000 class purification workshops have 6000 
square meters. 





Zhejiang Jinghuan Medical Apparatus Co., Ltd. 


Add: Shaowa Village Industrial Zone, Qinggang Town, Yuhuan 

City, Zhejiang, China 

Tel: 0086 576-87101256 

Mobile : 0086 188 6999 6568 

Fax:0086 576-87102256 

E-mail: jinghuan@zjjhyl. com 

Web: https://www. jinghuanmedical. com/ 



